great Me 
LVauwi 


MECRARKM FOR : Acting Chief, DD 





in 
supply. ‘The firing date was slipped to the 2th. Tt any be that the 
Deciassified and Released by the N RO — 
y € 


a "NOY Ze'i997 











rf 


i 





